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3.125 (a) 

FACIimES, GENERAL 

The small feline endosune located on the back side of Ihe evtiibit area and the raccoon enclosure have wooden Hoors 
1hal have rcmed from cKtensive raing. this summer. This llgpring rwads to be repaired qr replaoed. 

The wire mssh fence f« iTia da«r Ixs an area al the Ironft side Ibal has a rougnly three dnenes vwde. This area 
needs to be addressed so Ibal the enclosure fence is secure and the same strength throughout. Outdoor housing 
facililies shalf be strucburally sound and shall be maintained lin good repair lo protecl the animals From in|ury and tc 
contain the animate, 
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An eKil Interview was eerXucLed with the licensee. 
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